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Spectral Emission Measurement of Igneous Rocks Using a Spectroradiometer 


A spectral-emission survey was conducted on 
samples of 23 igneous rocks varying in texture from 
granite through dunite to obsidian and rhyolite. Most 
samples had at least one rough, flat surface and carried 
very little surface dust. The temperature of the samples 
and the blackbody was maintained at between 46° 
and 47°C, using a quartz-iodide lamp. 




Figure 1. Relative Emission from Syenite (Victor, 
Colorado) 


A commercial, circular, variable-filter spectro- 
radiometer was used at a scan rate of one scan per 
minute. Wavelengths between 2.8 and 13.5m were 
covered. The signal was fed to an x : y recorder that 
plotted the relation between output and wavelength. 

The spectra yielded and the spectral emissivity of 
each sample are reported graphically (Fig. i). Included 
for comparison are spectra obtained by earlier investi- 
gations of granite, quartz syenite (Fig. 2), olivine gab- 
bro, pyroxene aplite, rhyolite pumice, and plagioclase 


basalt. The samples, along with the emission minima 
recorded for each, are listed in a table. 

The survey demonstrated that this type of spectro- 
radiometer can be used for either close or remote iden- 
tification of rocks not heated to high temperatures. 
The instrument, though it cannot identify mixed 
species or fine particles, easily yields reproducible data 
spectra with excellent signal-to-noise ratios and readily 
identifiable spectral details, including differences 
in subclasses. 



Figure 2. Earlier Normal Spectral Emission from Quartz 
Syenite (Grorud, Norway) 
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